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[m 15/1/2011-^] 
3T^ 

MINISTRY OF POWER 
NOTIFICATION 

New Delhi, the 8th October, 2012 

S O 2390(E).—In exercise of the powers conferred by sub-para 3.2 of Para 3 of the 
Guidelines circulated under Section 63 of the Electricity Act. 2003 (No. 36 of 2003) the Central 
Government hereby appoints the following Bid-Process Coordinators (BPCs) for the 
Transmission Projects, as shown against the name of each Transmission Project: 


SI. 

No. 

Name of Transmission Project 

Name of Bid Processing 
Coordinator 

1 

Baira Siul HEP - Sarna 220 kV line 

(i) Baira Siul HEP - Sarna 220 kV D/C line 

REC Transmission 
Company Limited 

Projects 

2 

ATS of Unchahar TPS 

(i) Unchahar - Fatehpur 400 kV D/C line 

REC Transmission 
Company Limited 

Projects 





11—3(ii)] 'qRcT ^ 


3 

Transmission System for Connectivity 
for NCC Power Projects Ltd. (1320 MW) 

(i) NCC Generation switchyard - Nellore 
Pooling Station 400 kV D/C (Quad) line 

REC Transmission Projects 
Company Limited 

4 

Transmission System required for 
evacuation of power from Kudgi TPS 
(3x800 MW in Phase-1) of NTPC Limited 

(i) Kudgi TPS - Narendra (New) 400 kV 
2xD/C quad lines 

(ii) Narendra (New) - Madhugiri 765 kV 

D/C line 

(iii) Madhugiri - Bidadi 400 kV D/C (quad) 
line. 

REC Transmission Projects 
Company Limited 

5 

Transmission System for Patran 400 kV 
S/S 

(i) Creation of 2x500 MVA, 400/220 kV 
Substation at Patran 

(ii) LILO of both circuits of Patiala-Kaithal 
400 kV D/C at Patran (Triple snow Bird 
Conductor) 

(iii) 400 kV Bays 

(iv) 220 kV Bays 

(v) Space for spare Bays 

PFC Consulting Limited 

6 

Part ATS of RAPP U-7&8 in Rajasthan 

(i) RAPP - Shujalpur 400 kV D/C line 

PFC Consulting Limited 

7 

- 1 ,—- 

Eastern Region System Strengthening 
Scheme-VII 

(i) Purulia PSP(WB) - Ranchi(PG) 400 
kV D/C line 

(ii) Kharagpur(WBSTCL) - Chaibasa(PG) 

400 kV D/C line 

PFC Consulting Limited 

8 

Eastern Region System Strengthening 
Scheme-VI 

(i) Establishment of 400 kV GIS each at 
Darbhanga and Motihari 

(ii) 400/132 kV 2x200 MVA ICTs at 

Mothihari 

-—---- ■ 

PFC Consulting Limited 


2. The appointments of the Bid-Process Coordinators (BPCs) are subject to the 
conditions laid down in the Guidelines. 


[F. No. 15/1/2011-Trans] 
ARUN KUMAR, Director 
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^ 8 2012 

■^.a^T. 2391 (3T).—24-8-2011 ^*117-10-2011 ^ 3Tff^ 

^ ^*1T aiMwi, 2003 (2003 ^ Ttor 36) ^ TO 63 ^ 3i^ vf^rjirdd 
f^^iiPi'A^iT ^ 3 ^ 3.2 ?[Ri yc^Ti y-^Vi ^ TR'+r< iJdc^^Ki ’arrarftd 

^ ^ tTTTO ^ ^ %Ti rdHPdRsId ^ arf^T^jxRI ^ 3T ^ ' Hl<d TOft f : 


sl>*l "^0 

CftI 'll*! 

qiT TO 

(i) 

4 [4x! cp (1200 

^^tldie) Tl^ sfr^- JJPEFN 

^ ^ ^ 3i?R-^fFTcf7 

(1200 AJlIdld) 

(ii) 


4,41 ^ f4^d airiiid 

Idv^HITOirT'^l TOITTOTSIT- ff^ (l040 A^ldie) 


■ [■^. R I5/1/2011-'?W] 
3T^ ^TfR, 


NOTIFICATION 

' New Delhi, the 8th October, 2012 

S.O. 2391(E).— In partial modification of Gazette Notifications of even number dated 
24-8-2011 and 7-10-2011 and in exercise of the powers conferred by sub-para 3.2 of Para 3 of 
the Guidelines circulated under Section 63 of the Electricity Act, 2003 (No. 36 of 2003) the 
Central Government hereby approves re-notification of the following schemes for implementation 
through Tariff Based Competitive Bidding: 


S.No. 

Oriainal Name of the Scheme 

Revised Name of the Scheme 

(i) 

Transmisslon system associated with 
DGEN TPS (1200 MW) of Torrent Power 
Ltd. AND Inter-connection between 
Srinaaar (Uttrakhand) and Tehri 

Transmission system associated 
with DGEN TPS (1200 MW) of 
Torrent Power Limited 

00 

Evacuation System for Vizag-Vemagiri 
Projects- Hinduja (1040 MW) 

----- 

System Strengthening in Southern 
Region for import of power from 
Eastern Region 


[F. No. 15/1/2011-Trans] 
ARUN KUMAR, Director 
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